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TO TEST BRANDS FOR TEXAS COMPLIANCE 


Test cateqories/Tests 


PG8MP25 




PG6P25 




Tarqet 

Averaqe 

StdDev 

N 

Tarqet 

Averaqe 

StdDev 

N 

Smoke 










FTC Butt Length., mm 



39.0 




34,0 



Tar/Puff, mg 



2,0 




2.4 



TX Tar, mg/cigt. 



24.0 

1.01 

33 


23.5 

1.48 

34 

TX Tpm, mg/cigt. 



33.3 

1.77 

33 


36.9 

2.42 

34 

TX Nicotine, mg/cigt. 



1.55 

0.082 

33 


1.49 

0.095 

34 

tx Water, mg/cigt. 



7.78 

0.940 

33 


11.88 

1.321 

34 

TX Puffs/Cigt. 



11.8 

0.32 

33 


9.9 

0.34 

34 

TX pH in Whole Smoke 



5.0 

0.05 

2 


5.0 

0.04 

2 

Filter 










Tipping Paper Length, mm 



36.3 

0.26 

20 


31.0 

0.41 

20 

Ventilation 



23 

1.8 

100 


12 

1.8 

100 

Filler 










Tobacco Weight, g 



0.764 

0.0010 

2 


0.641 

0.0042 

2 

Total Alkaloids, mg/g 



17.19 

0.064 

2 


17.73 

0.141 

2 

Ov After Grinding 



9.4 

0.02 

2 


9.2 

0.01 

2 



PG6MP25 




DVL6B 




Test Cateqories/Tests 


Tarqet 

Averaqe 

StdDev 

N 

Tarqet 

Averaqe 

StdDev 

N 

Smoke 










FTC Butt Length, mm 



34.0 




34.0 



Tar/Puff, mg 



2.3 




2.3 



TX Tar, mg/cigt. 



22.0 

1.08 

34 


21.7 

0.97 

34 

TX Tpm, mg/cigt. 



33.9 

1.84 

34 


33.7 

1.63 

34 

TX Nicotine, mg/cigt. 



1.42 

0.065 

34 


1.43 

0.055 

34 

TX Water, mg/cigt. 



10.52 

0.948 

34 


10.50 

1.098 

34 

TX Puffs/Cigt. 



9.4 

0.29 

34 


9.5 

0.41 

34 

TX pH in Whole smoke 



5.0 

0.00 

2 


5.0 

0.00 

2 

Filter 










Tipping Paper Length, mm 



31.2 

0.19 

20 


31.1 

0.18 

20 

Ventilation 



13 

1.6 

100 


14 

1.7 

100 

Filler 










Tobacco Weight, g 



0.638 

0.0014 

2 


0.648 

0.0010 

2 

Total Alkaloids, mg/g 



17.50 

0.354 

2 


17.62 

, 0.106 

2 

OV After Grinding 



9.1 

0.02 

2 


9.0 

0.04 

2 



PM1 




PM5 




Test Cateqories/Tests 


Tarqet 

Averaqe 

StdDev 

N 

Tarqet 

Averaqe 

StdDev 

N 

Smoke 










FTC Butt Length, mm 



23.0 




23.0 



Tar/Puff, mg 



3.6 




3.6 



TX Tar, mg/cigt. 



38.3 

1.51 

33 


47.2 

4.72 

33 

TX Tpm, mg/cigt. 



52.7 

2.47 

33 


62.8 

4.84 

33 

TX Nicotine, mg/cigt. 



2.62 

0.107 

33 


3.36 

0.114 

33 

TX Water, mg/cigt. 



11.80 

1.280 

33 


12.22 

0.855 

33 

TX Puffs/Cigt. 



10.5 

0.36 

33 


13.2 

0.60 

33 

All tests were conducted in 

the 

Philip Morris U.S.A, 

, Product Testing Laboratory 



with the exception of those 

tests denoted by a (1). 

These tests 

were performed by 

Philip 


Morris U.S.A. Analytical Methods 

and Applications Division. 

The test results relate to the 

samples submitted to the Product 

Testing Laboratory 

during 

the 

stated time period. 



Extrapolation outside this 

time 

period is 

not appropriate. 
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TO TEST BRANDS FOR TEXAS COMPLIANCE 


TX pH in Whole Smoke 

Filter 

5.2 

0.03 

2 


5.2 

0.08 

2 

Tipping Paper Length, mm 
Ventilation 








Filler 








Tobacco Weight, g 

0.853 

0.0014 

2 


0.992 

0.0010 

2 

Total Alkaloids, mg/g 

18.58 

0.042 

2 


19.31 

0.057 

2 

OV After Grinding 

10.4 

0.08 

2 


10.3 

0.01 

2 


RT6B 



RM6B 




Test Categories/Tests 

Target Average 

StdDev 

N 

Target 

Average 

StdDev 

N 

Smoke 








FTC Butt Length, mm 

27.0 




27.0 



Tar/Puff, mg 

2.2 




2.0 



TX Tar, mg/cigt. 

26.6 

1.22 

32 


24.7 

1.23 

33 

TX Tpm, mg/cigt. 

42.8 

2.03 

32 


38,2 

1.79 

33 

TX Nicotine, mg/cigt. 

2.46 

0.085 

32 


2.40 

0.098 

33 

TX Water, mg/cigt. 

13.73 

1,323 

32 


11.13 

0.952 

33 

TX Puffs/Cigt. 

12.2 

0.44 

32 


12.5 

0.39 

33 

TX pH in Whole Smoke 

5.0 

0.02 

2 


5.0 

0.07 

2 

Filter 








Tipping Paper Length, mm 

23.9 

0.08 

20 


24.1 

0.22 

20 

Ventilation 

Filler 

3 

0.5 

100 


19 

1.5 

100 

Tobacco Weight, g 

0.762 

0,0028 

2 


0,771 

0,0010 

2 

Total Alkaloids, mg/g 

20.57 

0.127 

2 


21.01 

0.191 

2 

OV After Grinding 

9.7 

0.08 

2 


9.7 

0.01 

2 


Natations i 


PG8MP25 

PG6P25 

PG6MP25 

DVL6B 

PM1 

PM5 

RT6B 

EM6B 


PLAYERS LTS 100 MENTHOL 25'S SP 
PLAYERS LTS KS REG SP (25'S PACK) 
PLAYERS LTS KS MENTHOL SP (25'S PACK) 
DAVE'S LT KS REG FTB 
COMMANDER REG (NON-FILTER) SP 
COMMANDER KS REG (NON-FILTER) SP 
ROTHMANS BLUE KS FTB 
ROTHMANS RED MILDS KS FTB 


PM1 - TX-EVENT test was cancelled because the sample was non-filter, 

PM5 - Observed one port (Group 1595 run 4, port2) higher than the highest 

port for tar (72.2847), however, no assignable cause to reject; 
nicotine, h2o and puff values fell among the rest of the data, 
therefore the outlier did not reject. 


All tests were conducted in the Philip Morris U.S.A., Product Testing Laboratory 
with the exception of those tests denoted by a (1). These tests were performed by Philip 
Morris U.S.A. Analytical Methods and Applications Division. The test results relate to the 
samples submitted to the Product Testing Laboratory during the stated time period. 
Extrapolation outside this time period is not appropriate. 
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PM5 - TX-EVENT test was cancelled because the sample was non-filter. 

RT6B - Group 1595 Run 9 Port 4 badported because coals fell off end of 

cigarette. 

RT6B - Group 1595 Run 7 Port 4 badported due to cigarette going out after 

being lit. 



All tests were conducted in the Philip Morris U.S.A., Product Testing Laboratory 
with the exception of those tests denoted by a (1). These tests were performed by Philip 
Morris U.S.A. Analytical Methods and Applications Division. The test results relate to the 
samples submitted to the Product Testing Laboratory during the stated time period. 
Extrapolation outside this time period is not appropriate. 
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